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The imaginary force a o acl is an equilibrant of Rly and tl direction is an equilibrant of j of R2 must coincide and be e< The string b o is the remaii called the closing line of the parallel to the string b o divic reactions R^ and R2 (for rea VIII).
Reactions of a Cantilev in Fig. 16, the direction and
Lscale as the forces PI9 P2} PZ9 P4. ' gon represent the imaginary forces not in magnitude.ces may be found by means of the force triangle.
